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Plann ing for Agency Headquarters Expansion 


Statement of the Problem 


area wr) i *L ^ ?! “ Potion of Agency personnel In t he Headquarter s 
^a^jl^rt^Located in Langley, Rosslyn, 2430 E Street and 

The Present facilities are not adequate to housSHT^v^ 
-- wth - Ihls poses both a " hort 8 


Whereas the BOB has authorized a gr owth of for FY 67 Aeencv 
components have asked (over-ceiling) ±T. a total 

! ea !. the plannlng figure provided by the DD/S to Support 
Offices projects & further growth of in tty Aft -u-u- ~ 

components for that year amojrtt o the ^quests by Agency 

That is, by the end of 1968, adopting the DD/S planning fismres and 

increased S SliiiT 8 " 4 18 effeotive - «» Agency will have 
?!!!?? ? by ^^H whereas if the Office requests were to be 

accepted the Agency Sl^wld have increased by ^^^■increases in EPIC 
account for about one-third of each of the two prliiiPfWes? mJZ 
are increases over the authorized ceiling for FY 66. 

celling”! thrOU ^ ” ” 72 ' as * ***** ¥lth the “ authorised 
iling, Office requests call for over^^^Madditional nersonnel unr 

the same period the DD/S planning figure amounts to an increase of 

^e Ser X fiS^i prevent the Agency from reachinRIF 

bhe latter figure, it is desirable at this time to consider alternatives for 

using the Agency as increased by the foregoing range. While firm con- 

! an *V eaC hed °nly after a protracted and fhorou^ atud? certain 

toSth“ J“a?r S “ erS ° f *" Pr0bl “ ShOUld “» be 
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Alternatives 


Alternative x - A second building at the Langley Headquarters 

which wquld house (a) the CIA elements in the Rosslyn area and (h) 

" i ■ ’ ’. 'x ■' ’ , • • .**r : • 

NPIC (excludes tn e separate military detachments 

A liter native 2 , - ,A second Headquarters building for 1. (a) only. 
Alternative 3 - A second Headquarters building for 1. (b) only. 
Alternative 4 - Additional space at Headquarters to co-locate in 
the same work areas intelligence production offices not/at Headquarters 
(ORRj OSl, OCI, and ? ) and the photographic interpreters who support 
th.e intelligence procuction analysts with, concomitant shifting of selected 
in ^ij.e !R, o s s lyn area to neadc^narters to fill the space vacated 
by intelligence production analysts. 

Alternative 5 - A second building at 
proposed in the NPIC program plans. 

1 • ■ - I »'■ .. I r; ■■■■■, ■ h ■ . ■ ;X L ■ ■ :? ~ niiLv..: 

- j > Alternative 6 - Move out military detachment in 
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Take over C&GS space and initiate double shifts, as necessary, to 
avoid construction. 
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Langley 

Square feet in hq. bldg 
Approx, number current occupants 

Construction lead time (using example of present hq. bldg); 

When did architects begin work 
When did construction start 
When did Agency occupy 

Illustrative costs (example of present hq. bldg): 

Land acquisition cost 

Roads, landscaping and parking cost 

Bldg construction cost (as originally configured) 

Cost of bldg construction per square foot of bldg 

Rosslyn- Arlington (Provide separate data for each building now rented or 

likely to be rented in near future) 

Bldg identification 

Square feet occupied as of (date) 

Approx, number of occupants" as of (date! 

Rental cost (to CIA or GSA) : •- 

Total 

Per square foot 

Any limitations now in force re maximum time Agency may occppy 
Cost of major modifications Initially required for Agency tenancy: 
Nature of modification 
Cost of modification 



Sq. ft. now assigned to NPIC 

Additional sq. ft. potentially available within bldg: 

When available 
Amt. of sq. ft. 

Capital investment by Agency in renovating 2 5 XI A 

Original renovation - total cost and cost per sq. ft. 

Subsequent costs (major) 

Estimated cost (at current prices per sq. ft.) of new construction for NPIC use 
No. persons currently housed by NPIC: 

Agency 

DOD 

Personnel growth anticipated - how much; when 

Estimated added space required outside |^| for NPIC - how much; when 25X1A 

Agenc y Budget for Construction and Rental for FI 67 and FI 68 
Tabulation covering major costs by expense group 

Comparison between FI 67 Congressional budget and FI 67 actual needs as now 

seen 
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